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Reference: 


Contract AF33(657)-1281 i3 



Dear Frank: 



Enclosed please find on© (1) copy (#2) of this contractor^ 
Cost Analysis for the Central Processing Center, said document submitted 
in response to SPO Request For Proposal on E-C Portion of GDR dated 
23 March 19 6U, signed 


STAT 


Pursuant to the instructions set forth under the Request 
For Proposal, please be advised this contractor -will refrain from 
issuing news releases, making public announcements, or releasing any 
information concerning the CPC Procurement and will direct subcontractors 
and vendors accordingly* 


It is trusted the contents hereof will prove to be adequate 
and accurate in all respects, and as such completely responsive to the 
proposal solicitation* In the event additional information is required, 
please contact either of the following contractor representatives - 

Thank you, STAT 

Regards, 


Enel, 


STAT 


Treasurer 


cc: 


ys. #3, k t 5) 


STAT 
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